(g g) CONTRPL DATA 



Literature and Distribution Services 
308 North Dale Street 
St. Paul, Minnesota 55103 



August 1, 1982 



Dear Customer 



Attached is the second (2) catalog supplement/since the July 
1982 catalog was published. 




G. F. Moore 

Manager 

Literature and Distribution Services 



SECTION I 

This section contains Hardware Manuals for Individual 
equipments arranged in equipment designator sequence. 
Product numbers are included in parenthesis after the 
equipment designator. Additional manuals may be found 
in Section 2 by looking up the Product number. 



LITERATURE DISTRIBUTION SUPPLEtlENT 
INTERNAL - EXTERNAL CATALOG-, 



The legend for columns one through six is as follows: 

1-New or revised literature published since last edition 

N-New Publication 

R-Revision in packet form only 

RM-Revision in manual form only 

RMP-Revised manua 1 /packet available 

RO-Revised publication obsoletes all previous editions 
E-Publ i cat ion number of 1 iteraturer listed numerically 
3-The latest revision level 
^~Indicates size of hard cover binder that may be used for 

manua 1 s 
S-Pub 1 i cat ion division responsible for contents of literature 
b-Price changes for External Customers only 

*FOR CONTROL DATA PERSONNEL ONLY 
** PRICE CHANGES IN COLUMN b ARE FOR EXTERNAL CUSTOMERS ONLY 



1 


TITLE 


2 


3 


M 


5 


*;|:ti 


RO 


M131-D (720,730) CENTRAL COMPUi'KK 
CPU-0/CMC CHASSIS 1 W/L 


GF604562OO 


AE 


- 


ARH 




R 


AA132-A/B/C/D (GH447-A/B/C/D, GH^7-E/F, 
GH461-A, AA133-A/B, AA153-A) 
(l8-10H/20/30/60-l,3,5,2,4,6, 18-25, 
1043-1) SINGLE PROCESSOR CABINET 
H.R./M.M. 


' 96768280 


J 


22 


LJL 




R 


AAI32 (AAI33, AAI53, Iiri20, FC402) 
(I8-IOH/2O/25/3O, I875-I/2) CYBER 18 
COMPUTER SYS. CENTRAL PROCESSOR FIELD 
REPAIR GUIDE 


60475001 


K 


22 


UL 




R 


BG7AX MINI MODULE DRIVE H.M.M. 


83323380 


U 


3 


NSD 




R 


BJ5XX S.M.D. H.M.M. VOL. 2 


70631100 


AT 


3 


NSD 




R 


BJ5OI (BJ5E7) S.M.D. H.M.M. 


83311100 


V 


22 


NSD 




R 


BjyXX S.M.D. H.M.M. VOL. 2 


83308600 


AK 


3 


NSD 




R 


BJ701 (BJ7B1) S.M.D. H.M.M. 


83311300 


AG 


3 


NSD 




R 


BK4XX/5XX S.M.D. H.M.M. VOL. 1 


83322150 


AF 


3 


NSD 





LITERATURE DISTRIBUTION SUPPLEflENT -fCONT} 



TITLE 



R BKV5XX S.M.D. VOL. 1 H.M.M. 

R BK4X}C/5XX S.M.D. H.M.M. VOL. 2 (BK5XX) 

R BK4XX/5XX S.M.D. H.M.M. VOL. 2 (BK4XX) 

R BK4A9-C, BK5A9-J S.M.D. H.M.M. VOL. 1 

R BK4A9-C, BK5A9-J S.M.D. H.M.M. VOL. 1 

R BK4A9-C, BK5A9-J S.M.D. H.M.M. VOL. 1 

R BK5A6-C/D (BK5A8-E/F,BK5B1-E/F) (976O/9762 

S.M.D. SPEC. SUPPL. 

R BK5A7-E/F, BK5A8-C/D, BK5A9-E/F, 

BK5B1-C/D S.M.D. H.M.M. VOL. 1 

R BK5A7-E/F, BK5A8-C/D, BK5A9-E/F, BK5B1-C/D 

S.M.D. H.M.M. VOL. 2 

R BK8A2-A S.M.D. H.M.M. VOL. 1 

RO BU240-A EXTENDED SEMICONDUCTOR MEMORY H.M.lh 

R BZ3MX/30X/4MX/40X MINI MODULE DRIVE H.M.M. 

R BZ3XX/4XX MINI MODULE DRIVE H.M.M. 

R BZ5AV9AX (9730) MINI MODULE DRIVE H.M.M. 

RO Bz6l4 (BZ615/617/6A2/6BI/6B3/704/705/707/ 
7B1/7B2/7B3/8i4/815/817/8bi ) 
(33801/33502) DISK STOR. SBSYS. H.M.M. 
VOL. 1 of 3 

R CA210-A/B (21787,23562) TICKET VENDING 
TERMINAL H.R./M.M. 

RO CA210-D/E TICKET VENDING TERMINAL H.R./M.M, 
VOL. 1 

CA210-D/E TICKET VENDING TERMINAL H.R./M.M 
VOL. 2 



2 


3 


M 


S 


83322150 


AG 


7 


NSD 


83322240 


W 


3 


NSD 


83322250 


T 


3 


NSD 


83322960 


U 


3 


NSD 


83322960 


V 


3 


NSD 


83322960 


w 


3 


NSD 


83323360 


F 


7 


NSD 


83322490 


W 


3 


NSD 


83322640 


P 


3 


NSD 


83322890 


Y 


3 


NSD 


GF6045518O 


J 


- 


ARH 


83322820 


AC 


7 


NSD 


83322720 


AE 


3 


NSD 


83323150 


W 


3 


NSD 


83324520 


B 


3 


NLD 


60476040 


K-N 


3 


UL 


60476300 


L 


3 


LJL 


60476310 


A 


3 


LJL 




. 







**Li 



$62.95 



LITERATURE DISTRIBUTION SUPPLEHENT -CCONTl 



TITLE 



R CC622-A/B/C/D (CC623-A/B/C/D, CC627-A/B, 
XA240/248) (71^30/40/125) DISPLAY 
STATION H.M.M. (SUPPORT INFO) 

N CC63X (721) DISPLAY TERMINAL OP. GD./ 
INSTALLATION INSTRUCTIONS 

N CC63V638 (721) TERMINAL HDW. MAIN. 

N CC63V638 (721) DISPLAY TERMINAL H.R.M. 

R CF519-A/B, CF520-A/B, 65214-1/2 CARD 
PUNCH SBSYS. H.M.M. 

R CL6O7-A/B GRAPHIC PRINTER OP. GD./R.M. 

R CTIO3 (CTIO5/IO6, FCIO9/539, FH301) 

(1827-32/60/90, 1828-1/2) LINE PRTR. 
SBSYS. FIELD REPAIR GD. 

N FA112-A (DT227-A, GDI3I-A, FV674-A, 
F\A673-A, BSI36-A) MULTIPORT MEMORY 
CONTROL CHASSIS H.M.M. 

RO FA211 (7155, MA721) DISK STORAGE SBSYS. 
H.R.M. 

RO FA45O/45I-A/B (7021-31/32) ATS CONTROLLER 
H.M.M. VOL. 1 

R FA501-A/B/C/D (BR8ia-A/B) FLEXIBLE DISK 
SBSYS. OP. GD. 

RO FA722-A/B/C (7054-21/22/41/42) DISK 
STORAGE CNTRLLR H.M.M. 

N FC735-B/C/D (FV633-A/B) COMPUTER I/F. UNIT 
PLATO NETWORK (ON SITE INFO) H.M.M. 

R GB145-A/B (10443-1, 104^5-1/2, 1867-3/4, 
1833-11) MODULE DRIVE ADAPTER H.R.M. 

RO GH222-E (CYBER 200 MODEL 205) REFRIG. SYS. 
H.M.M. 



E 


3 


^ 


S 


62947600 


C 


3 


RVL 


62940019 


A 


3 


RVL 


62940034 


A 


7 


RVL 


62940020 


A 


7 


RVL 


60475690 


H 


22 


LJL 


62949200 


D 


3 


RVL 


60475033 


M 


22 


LJL 


96767710 


03 


3 


LJL 


GF6045586O 


G 


- 


ARH 


gf6o4^9700 


AG 


- 


ARH 


62940005 


E 


3 


RVL 


GF60428500 


AY 


- 


ARH 


62940033 


A 


3 


RVL 


60475800 


D 


3 


LJL 


60329820 


B 


3 


ARH 




J 







**tl 



$12.90 

$23.00 
$33.00 



$37.05 



$45.50 



4 



LITERATURE DISTRIBUTION SUPPLEflENT -CCONT} 



TITLE 



R 



MFII9-H FUNCT. DISK PKG. H.M.M. 



83324210 



D 



**t] 



NLD 



SECTION II 

The manuals in this section are listed by Product or System 
Number. Many entries include a product to equipment cross 
reference; e.g.. 1742 (CL309-A/B, FF5II-A/B). Since Hardware 
manuals for equipment developed after November, I967 are 
categorized by equipment designator, always look up the 
equipment designator in Section 1 as the Product Number. 



LITERATURE DISTRIBUTION SUPPLEHENT -CCONTJ 



1 


TITLE 


E 


3 


M 


5 


**b 


R 


CYB. 170 MOD. 825 COMPUTKH SYSTEM (Ml46-A, 
HDW. OP. GUIDE 


60469370 


B 


7 


CDD 




RO 


CYBER 170 MODET, 825, 835, 855, 865, 875 
S.P.M. - SECT. 2' (855) 


60458210 


B 


3 


ARH 




N 


CYBER 170 MODET .S 835/855 PWR. DIST. & 
WARN. SYS. H.M.M. 


GF60459980 


A 


- 


ARH 


$ 7.00 


R 


2551-1/2, 2552-2 NETWORK PROCESSOR UNIT 
H.M.M. 


60472000 


H 


22 


ARH 




N 


4803-2/4/6/8 CPU SCATE (1/4" = 1 foot) 


22291485 


A 


- 


PLY 


$ 4.20. 


N 


4803-2/4/6/8 c.P.u. SCATE (1/2" = 1 foot) 


22291486 


A 


- 


PLY 


$ 4.20 


N 


4803-2/4/6/8 c.P.u. scate (icm = 50 feet) 


22291487 


A 


- 


PLY 


$ 4.20 


N 


• 4803-2/4/6/8 c.P.u. SCATE (ICM = 25 Ji-'ELT) 


22291488 


A 


- 


PLY 


$ 4.20 


R 


6000 COMPUTER SYS. (CYBER 70, I70) SYS. 
MAINT. MONITOR R.M. 


. 60160600 


F 


22 


ARH 




RO 


7021-31 (FA450-A, FV62O-A, FV632-A) ATS 
MAG. TAPE CONTROTT.ER SBSYS. H.R.M. 


gf6o4^96oo 


g 


- 


ARH 




RO 


9389 (CTIAI-G/H/T, CTIA^J/K/T, CT1B2-C/R) 
L.P.E. F.S.M. 


44677816 


Q 


3 


LDS 




R 


33I58-9XK (33158-BX) MEMORY SYSTEM 
SERVICE MANUAL 


22291384 


D 


34 


PLY 




N 


8028(^10/20 CMD DISK STORAGE SBSYS. H.M.M. 


60465790 


A 


3 


PLY 


$93.60 


R 


80450-11/21/31 (CERTAINTY 450 SERIES) 
BAND PRTRS. H.M.M. (SUPPORT INFO. ) 


60465710 


B 


3 


PLY 




R 


80450-11/21/31 (CERTAINTY SHIRTES 450) 
BAND PRTRS. H.R.M. 


60465690 


B 


3 


PLY 





SECTION III 

A number of Software manuals are listed In more than one 
location "because of the fact that specific software products 
will run on various operating systems. 

Manuals in this section : 

The format in this section uses a machine line heading with a 
listing of manuals for each operating system version and the 
appropriate product set members printed beneath the heading. 

If unable to locate required manuals in this section of the 
catalog, please refer to the Other Sources of Literature in 
Section 5. 



8 



LITERATURE DISTRIBUTION SUPPLEMENT -CCONTJ 



TITLE 



ODS 2.0 R.M. 

CYBER 18-10/20 T/S COMPUTER SYS HASP 
RJE WORKSTATION CONTROLWARE O.G. 

CD/2000 - CYBER 120 SERIES R.M. 

CD/2000 MENU SUMMARY CARD 

NOS 2.0 INFORMATION ANALYSIS SUPPORT 
TOOLS R.M. 

NOS 2.0 INFORMATION MCMT. FAC. V2 R.M. 

NOS 2.0 MSSI VER. 3 R.M. 

CYBER 170 SERIES COMMAND INVENTORY R.M. 
VOL. 2 



96768410 
60475350 

60459700 

604571^ 
6o4846lO 

60484600 
60458820 
60457330 



**[3 



J 

D 

B 
D 
01 

01 

A 

A 



22 
3 



LJL 
UL 

ARS 
ARS 
SVL 

SVL 
ARS 
ARS 



$21.30 

$23.10 

$ 9.95' 
$23.05^ 



SECTION IV 

If unable to locate required manuals in this section of the 
catalog, please refer to the Other Sources of Literature in 
Section V. 
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LITERATURE DISTRIBUTION SUPPLEMENT -CCONTJ 



1 


TITLE 


E 


3 


M 


S 


*^li 


N 


BASIC FILE TRANSFER VER. 1 SOFTWARE U.G. 


62940055 


A 


3 


RVL 


$ 3'.8o 


N 


CDC BAND PRINTER - E SERIES MODE! 8 PB900/ 
1200 LPM (W/MICROPROCESSOR, TOWKT, 
RIBBON, AND EASY ACCESS CABINET) 
H.R./M.M. VOL. 1 of 2 


¥^684683 




3 


LDS 


$35.40- 


N 


CDC BAND PRINl'ER - E SERIES MODET, PB 900/ 
1200 LPM (W/MICROPROCESSOR, TOWEL RIBBON 
& EASY ACCESS CABINET) OPERATOR'S MAN. 


44684668 


B 


3 


IDS 


$16. 35' 


N 


CDC BAND PRINTER (SERIES 1) MODET .S 

CT203-A PB900 LPM & CT20^A PB1200 LPM 
(W/MICROPROCESSOR, TOWEL RIBBON & . 
EASY ACCESS CABINET) H.R./M.M. VOL.lof 2 


44684674 


B 


3 


LDS 


$30.60 


N 


CDC BAND PRINTER (SERIES I) MODELS 
CT203-A PB900 LPM CT204-A PB1200 LPM 
(W/MICROPROCESSOR, TOWEL RIBBON, & . • 
EASY ACCESS CABINET) OPERATOR'S MAN. 


44684676 


B 


3 


LDS 


$16.20 


R 


CDC 110 CP/M CBASIC R.M. 


62940021 


02 


3 


RVL 




R 


CDC 110 CP/M PASCAI/M USER'S R.M. 


62940022 


B 


3 


RVL 




RO 


CDC 110 CP/M 2.2 MICROSOFT BASIC R.M. 


62940040 


B 


- 


RVL 




R 


CERTAINTY SERIES EVENT DRIVEN EXEC. 
PROGRAM PRODUCT V.3 MODli-'lCATIONS 
INSTAT.T,. MANUAL 


60465610 


J 


3 


PLY 




R 


CERTAINTY SERIES SYSTEM TEST/FREETMCE R.M, 


62947920 


D 


3 


PLY 




RO 


AOS DEBUGGER & DISK FILE EDITOR 


62940186 


B 


3 


RVL 




RO 


ADVANCED OPERATING SYSTEM (AOS) MANAGERS 
GUIDE 


62940184 


B 


3 


RVL 




RO 


INFOS QUERY FACILITY USER'S MANUAL ' 


62940189 


B 


3 


RVL 




RO 


MP/PASCAL PROGRAMMERS REFERENCE MAN. 


62940199 


B 


3 


RVL 




RO 


SITE PLANNING GUIDE (CYBER 120-15/35) 


62940263 


E 


3 


RVL 




RO 


CYBER 120-155/355 COMPUTER SYS. SITE 
PLAN. GD. 


62940039 


B 

J 


3 


RVL 
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LITERATURE DISTRIBUTION SUPPLEflENT -CCONTl 



TITLE 



RO S/l40 PROGRAMMEE'S R.M. 

RO DICTIONARY OF CONTROL DATA RELATED TERMS 

R ENGINEERING SERVICES PER CALL BILLING 
SYS. U.G. 

RO EXTENDED SMICONDUCTOR MEMORY (ESM) H.M.M. 
(LOGIC MODULE SCHEMATICS) 

N ISPS TASK OVERVIEW CHART - THIRD PARTY 

N MX-80 (EPSON) DOT MATRIX PRINTER OP. MAN. 

N MX SERIES DOT MATRIX PRINTER OPTION 

RS-232/CURRENT LOOP INTERFACE USER MAN. 

N ALGOL 68 R.M. 

N CMMS G.I.M. 

N CMMS U.G.-CFLOW 

N CUSTOM VOCABULARY BUILDER U.G. 

N CYBER/DEMUX TECH. DISCUSS 

N CYBERSTACK U.G./IHB ' 

N EXAMINE R.M./IHB 

N FORCON R.M./IHB 

N HOTSPOT R.M./IHB 

N ISPRINT/SQPRINT BM/IBB 

N MULTIPLE FORMAT DRILL U.G. 

N NOS JOB DEPENDENCY U.G. 

N PACER R.M. 

N PERMANENT FILE HOLE SQUEEZER U.G./IHB 



62940135 
60459010 
60465830 

GF6045834O 

60465770 
62940059 
62940058 

15190010 
15190052 
15190058 
15190040 
15190056 

15190035 
15190036 
15190013 
15190051 
15190059 
15190041 
15190008 
15190026 
15190004 



**ti 



B 
B 
C 

G 

A 
A 
A 



RVL 
ARH 
PLY 

ARH 

PLY 
RVL 
RVL 

HQC 

HOC 

HQC 

HQC 

HQC 

HQC 

HQC 

HQC 

HQC 

HQ 

HQC 

HQC 

HQC 

HQC 



$64.10 
$ 7.75 
$ 5.90 

$12.45' 
$ 4.95' 
$13.10. 
$ 4.95' 
$ 4.05' 
$11.25' 
$ 7.45' 
$ 4.55' 
$ 3.75' 
$ 3o05' 
$ 5.75' 
$ 3.05' 
$14.65' 
$ 2.65- 
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LITERATURE DISTRIBUTION SUPPLEMENT -[CONT> 



1 


TITLE 


E 


3 


M 


S 


**t 


N 


SCRMHIN FORMAT FACILITY (SFF) R.M. 


15190034 


— 


3 


HQC 


$ 9.85' 


N 


SPIRITUS-DRIVKK U.G. 


15190066 


- 


3 


HQC 


$ 4.80 


R 


PLUG-COMPATIBLE PRODUCTS & SBSYS. INSTAIr- 
LATION PLANNING GUIDE 


60465180 


F 


3 


PLY 




N 


THE SOLUTION 


41618940 


A 


3 


HQC 


$14.30 


R 


SECTION 2 SITE. PREP AND INSTALTATION 
INFORM. (SYS. DATA) CYBER I70 MODELS 
720/730/740/750/760 SYSTEMS 


60456890 


H 


3 


ARH 




R 


SECTION 3 PERPHERIAI^ EQUIPMENT DATA SITE 
PREP MANUAL 


60275300 


M 


22 


ARH 




RO 


SECT. 4 MONITORING & PWR DATA SITE 
EINVIRONMENTAL MAINTEl^ANCE HANDBOOK 


60424500 


E 


3 


ARH 




R 


QSE 20048 (AA154-A) SINGLE PROCESSOR 
H.R./M.M. 


60475730 


E 


3 


LJL 




R 


NOS COMPUTING SERVICE APL2 REF. MAN. 


84000031 


D 


7 


CYB 




R 


CYBERNET NOS COMP. SEEN, COBOL V5 REF. MAN, 


84ooi4lo 


C 


7 


CYB 




RO 


CYBER INTERACTIVE DEBUG VI R.M. 


84001570 


C 


3 


CYB 




RO 


CYBER l&-iay^20 PROD. STATION INSTALL./ 
OP. MAN. 


84001290 


B 


3 


CYB 




RO 


BASEPLATE II USER MANUAL 


84002770 


A 


3 


CYB 




N 


APPL. MANUALS - CLN 26 - POLYSAN SANITARY 
SEWER DESIGN U.I.M. 


84002880 


A 


3 


CYB 


$59.90 


RO 


CYBER I8-IOH/2O PROD. STATION REF. MAN. 


84001310 


B 


3 


CYB 




N 


APPL. MAN. - CYB. SERVICES CD/2OOO-I7O R.M. 


84003010 


A 


7 


CYB 


$65.60 


N 


APPL. MANUALS - DRN26 - POLY/STRM STORM 
SEWEK DESIGN U.I.M. 


84002870 


A 


3 


CYB 


$47. 90. 


N 


EASE DOCUMENTATION - EASE 2 EXAMPLE 
PROBT,EM USER MANUAL 


84002860 


A 


3 


CYB 


$41.30 
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LITERATURE DISTRIBUTION SUPPLEMENT -CCONTJ 



TITLE 



RO 
N 

N 
N 

N 
N 

N 
N 
RO 
RO 



RO 

N 

N 

N 

N 

N 

N 



IFPS U.I.M. 

APPL. MAN. SETS AND RELATED PROGRAMS 
USER MAN. 

APPL. MAN. STAAD - III U.I.M. 

SYS. 2000 DOCUMENTATION - SYS. 2000. 
VER. 2.80' COBOL PROG. LANG. EXTEN. 
SPEC. MAN. 

SYS. 2000 DOCUMENTATION - SYS. 2000 VER. 
2.80. DEFINE SPECIFICATION MANUAL 

SYS. 2000 DOCUMENTATION -SYS. 2000 VER. 
2. 80. FORTRAN PROG. lANG. EXTEN. SPEC. 
MAN. 

SYS. 2000 DOCUMENTATION -SYS. 2000 VER. 
2.80 MESSAGES & CODES R.M. 

SYS. 2000 DOCUMENTATION - SYS. 2000 VER. 
2.80 NEWSLETTER & SUPPLEMENT 

SYS. 2000 DOCUMENTATION - SYS. 2000 VER. 
2.80. PRODUCT SUPPORT USER MAN. 

SYS. 2000 DOCUMENTATlbN - SYS. 2000 VER. 
2.80 REPORT WRITER U.G. 



FOR INTERNAL USE ONLY 

CDC BUSINESS & TECHNOLOGY FOLDER 

CYBER REMOTE STATION 55 BROCHURE 

GREY FOLDER 

HEALTHCARE SERVICES GROUP/BUSINESS 

HEALTHCARE SERVICES GROUP/HOSPITAL 

PLATO - CHANGING HOW THE WORLD LEARNS FLYEf 

PLATO - LOWER DIVISION ENGINEERING 
CURRICULUM 



76078900 
84002890 

84002910 
76075030 

76075010 
76075020 

76075040 
76075050 
76074900 
76074700 



20307800 
20309000 
20316000 
20321700 
20308200 
20320400 
20320500 



E 
A 

A 
A 

A 
A 

A 
A 



A 



_ J 



CYB 
CYB 

CYB 
CYB 

CYB 
CYB 

CYB 
CYB 
CYB 
HQC 



m 

AD 
AD 
AD 
AD 
AD 
AD 



**ti 



$76.05' 

$60.95 
$63.65' 

$25.35 
$64.80 

$17.75 
$17. 75' 
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LITERATURE DISTRIBUTION SUPPLEflENT -CCONTl 



TITLE 



PLATO - SALESTRAK SALES TEmiNING 

THE LEADING EDGE 

THE MEDLAB CO. - PATHLAB 

9762/9730 SMD EROCHUEE 

ALLIS - CHALMERS 

AUSTRALIA 

NEW ZEALAND 

APPLICATION & SOFTWARE EDUCTION SEMINARS 

CYBER/ICEM I7OBU-CKA/-CKB/-CKC/-CKD 

CYBER REMOTE STATION 55 

CYBER 205-Dar IV 

APPLICATION SOFTWARE: UNISTRUC 

APPLICATION SOFTWARE: CYBERSPICE 

PATHLAB - VERSION 2.2 SOFTWARE ENHANCEMENTS 

PEACHTEXT - WORD PROCESSING SOFTWARE 

PSD - COURSEWARE DEVELOPMENT WORKSHOP 

PSD - CREATE CURRICULUM 

PSD - IPF ENERGY ACCOUNTING SYSTEM 

PSD - PWR/CAS 

SOFTWARE REMOTE MICRO FACILTTY 

TECHNOLOGY INSTITUTE PROGRAM PLANNER 

721-20/30 DISPLAY TERMINAL 

725 MATRIX PRINTER 



20315300 


- 


20131700 


A 


20251800 


A 


20322200 


- 


20320900 


- 


20320800 


- 


20322100 


- 


20310600 


- 


20302400 


A 


20314200 


- 


20168300 


B 


20131300 


G 


20199800 


A 


20316300 


- 


20305700 


- 


20310800 


- 


20310700 


- 


20321400 


- 


20308900 


- 


20306800 


A 


20315800 


- 


20289900 


A 


20303600 


A 







M 


5 


- 


AD 


- 


AD 


- 


AD 


- 


AD 


- 


AD 


- 


AD 


- 


AD 


- ■ 


AD 


- 


AD 


- 


AD 


- 


AD 


- 


■ AD 


- 


AD 


- 


AD 


- 


AD 


- 


AD 


- 


AD 


- 


AD 


- 


AD 


- 


AD 


- 


AD 


■ 
J 


AD 



Hf^il 
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LITERATURE DISTRIBUTION SUPPLEMENT -CCONT} 



TITLE 



N 726-10 GRAPHICS TERMINAL PRINTER 
N 9455 & 9457 LARK 8" DISK DRIVES 



20324100 
20317200 



^^L 



AD 
AD 



16 



MJMEE^CAL USTING 



NEW OR 


PUBTTCATION 


REVISION 


EXTERNAL 


REVISED 


NT.)MBER 


LEVEL 
AY 


PRICE 


RO 


GF604285OO 




RO 


gf6o4^96oo 


G 




RO 


gf6o4^9700 


AG 




RO 


GF60455180 


J 




RO 


GF60455860 


G 




RO 


GF60456200 


AE 




RO 


GF60458340 


G 




N 


GF60459980 


A 


$ 7.00. 


N 


15190004 


- 


$ 2.65' 


N 


15190008 


- 


$ 3.05 


N 


15190010 


- 


$12.45' 


N 


15190013 


- 


$ 4.55' 


N 


15190026 


- 


$14.65 


N 


15190034 


- 


$ 9.85- 


N 


15190035 


- 


$11.25' 


N 


15190036 


- 


$ 7.45- 


N 


15190040 


- 


$ 4.95- 


N 


15190041 


- 


$ 5.75- 


N 


15190051 


- 


$ 3.75- 


N 


15190052 


- 


$ 4.95- 


N 


15190056 


- 


$ 4.05« 


N 


15190058 


- 


$13. 10' 


N 


15190059 


- 


$ 3.05' 


N 


15190066 


- 


$ 4.80. 


R 


22291384 


D 





17 



NUMERICAL LISTING 



NEW OR 


PUBTICATION 


REVISION 


EX.'i'EKNAL 


REVISED 


NUMBER 


LEViiU. 
A 


PRICE 


N 


22291485 


$ 4.20 


N 


22291486 


A 


$ 4.20. 


N 


22291487 


A 


$ 4.20- 


N 


22291488 


A 


$ 4.20 


N 


41618940 


A 


$14.30- 


RO 


44677816 


Q 




N 


4^1684668 


B 


$16. 35' 


N 


44684674 


B 


$30.60 


N 


44684676 


B 


$16.20 


N 


4^1684683 


- 


$35.40. 


R 


60160600 


F 




R 


60275300 


M 




RO 


60329820 


B 




RO 


60424500 


E 




R 


60456890 


H 




RO 


6o457l4o 


D 




N 


60457330 


A 


$23.05' 


RO 


60458210 


B 




N 


60458820 


A 


$ 9.95- 


RO 


60459010 


B 




R 


60459700 


B 




R 


60465180 


F 




R 


60465610 


J 




R 


60465690 


B 
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NUMERICAL LISTING 



NEW OR 
REVISED 


PUBLICATION 
NUMBER 


REVISION 
LEVEL 

B 


EXTERNAL 
PRICE 


R 


60465710 




N 


60465YYO 


A 


$64.10 


N 


60465790 


A 


$93.60- 


R 


60465830 


C 




R 


60469370 


B f 




R 


60472000 


H 




R 


60475001 


K 




R 


60475033 


M 




R 


60475350 


D 




R 


60475690 


• H 




R 


60475730 


E 




R 


60475800 


d'} 




R 


60476040 


K-N 




RO 


60476300 


L 




N 


60476310 


A 


$62.95' 


N 


6o4846oo 


01 


$23.10- 


N 


60484610 


01 


$21.30 


R 


62940005 


E 




N 


62940019 


A 


$12.90 


N 


62940020 


A 


$33.00 


R 


62940021 


02 




R 


62940022 


B 




N 


62940033 


A 


$45.50- 


N 


62940034 


A 


$23.00- 


RO 


62940039 


B 
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NUMERICAL LISTING 



NEW OR 


PUBLICATION 


REVISION 


EXTERNAL 


REVISED 


NUMBER 


LEVEL 
B 


PRICE 


RO 


6294oo4o 




N 


62940055 


A 


$ 3.80. 


N 


62940058 


A 


$ 5.90- 


N 


62940059 


A 


$ 7.75' 


RO 


62940135 


B 




RO 


62940184 


B 




RO 


62940186 


B 




RO 


62940189 


B 




RO 


62940199 


B 




RO 


62940263 


E 




R 


62947600 


C 




R 


62947920 


D 




R 


62949200 


D 




R 


70631100 


AT 




RO 


76074700 


C 




RO 


76074900 


C 




N 


76075010 


A 


$25.35- 


N 


76075020 


A 


$64.80. 


N 


76075030 


A 


$63.65. 


N 


760750^ 


A 


$17.75- 


N 


76075050 


A 


$17.75- 


RO 


76078900 


E 




R 


83308600 


AK 




R 


83311100 


V 




R 


83311300 


rAG^ 
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NUMERICAL LISTING 



NEW OR 
REVISED 


PUBLICATION 
NIJMBER 


REVISION 
LEVEL 

AF 


EXTERNAL 
PRICE 


R 


83322150 




R 


83322150 


AG 




R 


833222^ 


W 




R 


83322250 


T 




R 


83322490 


W 




R 


83322640 


P 




R 


83322720 


AE 




R 


83322820 


AC 




R 


83322890 


Y 




R 


83322960 


U 




R 


83322960 


V 




R 


83322960 


w 




R 


83323150 


W 




R 


83323360 


F 




R 


83323380 


U 




R 


83324210 


D 




RO 


83324520 


B 




R 


84000031 


D 




RO 


84001290 


B 




RO 


8ta)l310 


B 




R 


8ta)i4io 


C 




RO 


84001570 


C 




RO 


84D02rr'0 


A 




N 


84002860 


A 


$41.30 


N 


84002870 


A 


$47.90- 
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NUMERICAL LISTING 



NEW OR 


PUBLICATION 


REVISION 


EXTERNAL 


REVISED 


NUMBER 


LEVEL 
A 


PRICE 


N 


84002880 


$59.90' 


N 


84002890 


A 


$76.05^ 


N 


84002910 


A 


$60.95- 


N 


84003010 


A 


$65.60. 


N 


9676YY10 


03 


$37.05' 


R 


96768280 


J 




R 


96768410 


J 






FOR INTERNAL USE ONLY 




RO 


20131300 


G 




RO 


20131700 


A 




RO 


20168300 


B 




RO 


20199800 


A 




N 


20251800 


A 




RO 


20289900 


A 




RO 


20302400 


A 




RO 


20303600 


A 




RO 


20305700 






RO 


20306800 


A 




RO 


20307800 


A 




N 


20308200 






N 


20308900 






N 


20309000 






N 


20310600 






N 


20310700 






N 


20310800 
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NUMERICAL LISTING 



NEW OR 


PUBLICATION 


REVISION 


EXTERNAL 


REVISKU 


NUMBER 


LEVEL 
- Cont. . 


PRICE 




FOR INTERNAL USE ONLY 




N 


20314200 






N 


20315300 






N 


20315800 






N 


20316000 






N 


20316300 






N 


20317200 






N 


20320^100 






N 


20320500 






N 


20320800 






N 


20320900 






N 


20321400 






N 


20321700 






N 


20322100 






N 


20322200 






N 


20324100 
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OBSOLBTES 



PUBLICATION DESCRIPTION 



60495600 COMMON UTIL. R.M. 

76074600 SYS. 2000 FORT. PLS. 
76075000 SYS. 2000 PLT 



REPIACEMENT 

APPROPRIATE 
SYS. R.M. 

76075020 

NO REPLACEMENT 



2014^7 
201674 
201719 
201971 

201999 
202036 
202744 



CYBERNET-POWER FLOW 2000 

CYBERNET-ASCENT EMS 

CYBER 175 SERVICES PRICE SCHEDULE 



INTRODUCTION TO COMPUTER HARDWARE; INTRODUCTION 
TO MACHINE LANG PROGR. 

CYBER 76, SCOPE 3.4 PRICE SCHEDULE 

CYBER 203 SERVICES PRICE SCHEDULE 

CYBER 203 SCOPE 3.4 PRICE SCHEDULE 



NO REPLACEMENT 
NO REPLACEMENT 

AA7775-1 

NO REPLACEMENT 

AA7775-1 
AA7775-1 
AA7775-1 
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EXTERNAL PRICE CHANGES 

PUBLICATION NEW EXTERNAL PRICE 

60435900 $ 22.70 

6o44iioo $262.80 

60497000 $ 19.25 

62940295 $ 59.50 

74873290 $ 85.85 
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MAGNETIC PERIPHERALS INC. 
(OKLAHOMA CITY) 



These are the 
publications . 



changes that have taken place in the Magnetic Peripherals 
The publications ARE NOT stocked by IDS. • 



PUB ID REV C MKT ID 



59740863 U 

59758006 A 

59758006 A 

75897W AD 

77614903 AM 

77614986 AA 

77641922 G 

77653520 P 

77653527 D 

77683555 F 

77683565 G 

77683717 D 



PUB TYPE 



^ 92660 PSM 

^ KNIPOOIC FSM 

^ KNIP002C 

^ 9406-2 3 

^ 9406 

^ 9406 

* 9455 

^ 9406-4 

* 9454 

* 9448 
^ 9448 



FSM 

FSM 

FSM 

FSM 

Prod Spec 

FSM 

Prod Spec 

FSM 

FSM 



^ 9454-9455 Instl-Opr 



REMARKS 

Reader Sorter (234-0) 

Non-Impact Printer (NIP 2) 

Non-Impact Printer (NIP 2) 

2X FDD (Shugart) 

LOW-NOISE Soft Step Heads 

Philips 2-Sided 

9455 IMD 

9406-4 Flexible Disk Drive 

lark Micro Unit 

CMD BP4 OEM 

CMD BP4 STD-1 

Lark Micro Unit (Vol. 1-) 
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